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_ Date: Gebruary 12, 1959 


ym: The Firewel Company, Inc. 
(Contractor) 


29X1A9a 


(Contracting Officer) 


mi Part ( 
) No. Nomenclature Qty. Unit Price Total Price \._ 
, 1@ 1,157,30 
S621BL Pressure Suit for S/N 173  2ea, jo 499.75 1,657,405 
$792 Underwear 4 set 5443 21,72 
S647D Custom fitted Gloves for 2pr. 1¢@ 66,18 126,52 
$633L Lightweight Coveralls for l ea. 110,70 110,70 
S/N 173 
TOTAL ¢ $1,915,99 


Delivery: As Soon As Possible ee 


ces are fair and reasonable and this = 
libit is hereby approved. 

Contractor warrants prices conform to the 
price formula in effect to date of the 


ce G15. 
a 28 >: 
Exhibit. 


29X1A9a 


SIGNED: 
Approved For Release 2000/D 2h Gasslebiiaia@S 1B00878R000500130 


CONTRACTOR 


